To:  MacIntyre,  Mark[Macintyre. Mark@epa.gov] 

From:  Mylott,  Richard 

Sent:  Sun  8/16/2015  7:54:43  PM 

Subject:  Automatic  reply:  Could  Collaboration  Have  Averted  The  Gold  King  Mine  Waste  Spill?  | CPR 


Thank  you  for  your  email.  I am  working  in  Durango,  Colorado.  Media  inquiries  regarding  the  Gold  King  Mine  release  should  be 
directed  to:  press@epa.gov 

If  you  have  an  immediate  concern,  please  contact  Laura  Jenkins,  303-312-6256;  jenkins.laura@epa.gov 
Rich  Mylott 
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